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Message: RE: A2A 


M RE: A2A 


From 

To 

Cc 


Kraft, Emily 
'Abigail Chisom' 


Date Wednesday, February 8, 2017 12:40 PM 


Yes, if a client had an existing birthing outcome, you will need to re-enter the birthing outcome and 
EPDS form in the new system. 


From: Abigail Chisom [mailto:abigail@psclebanon.org] 

Sent: Wednesday, February 08, 2017 12:20 PM 
To: Kraft, Emily 

Subject: A2A 

It’s me again! Today I have gotten error code 404 several times stating the page didn’t exist and I had 
to try to login 2-3 times. 

But this is my question; when I enter an existing client into the new system do I also need to enter her 
birthing outcome again? 

Thanks, 

Abigail Chisom 
Assistant Director 

Laclede County Pregnancy Support Center 
417 - 532-8555 
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